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j, 


21 November 1966 


Subject: Contract AF33 (6£7)-12%6, Follow-On EMR Program 

Acceptance Of OPS AGE Serial Wo, 1 Thereunder 

Attention* 


Dear Sen: 


STATINTL 


The writer has been advised that pursuant to recent discussions 
between cognizant SPO and E MR Contractor personnel 


Jrespectively) the SPO la ''amenable 


to accepting the OPS AGE Equipment (Serial #1) with the following 
indicated shortages which this Contractor shall be obligated to 
fulfill under the subject Contract: 


1 


2 


Demod Unit (Associated with 
Recorder Equipment) missing 
Interface Unit, and 


irom Hh 


W/B 


STATINTL 


Fully automatic programs not yet available. 
OPS AGE #1 delivered with semi-automatic 
programs and fully automatic programs to be 
available coincident with OPS AGE #3. 


Enclosed please find the original copy of the Acceptance Document 
for OPS AGE Unit tf 1. In the event additional information is 
required please contact the undersigned. 


Regards, 


JKtvg 

Enel: 

cc; 


Document No. 125U (Partial 

~| Cw/o Enel, ) p 


Jim 
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